Company profile 


Cixi Xinyi sanitary wares co., LTD. is a Shower Head Manufacturers and Shower Head Factory Is 
located in the nature, the picturesque spill literature states - Zhouxiang town industrial 
development zone, east of ningbo airport and beilun port 80 kilometers, and the 
shanghai-hangzhou-ningbo expressway entrance is only 20 minutes by car, north bay before 


attending in development new area 2.5 kilometers, is extremely advantageous geographical 


location, traffic is very convenient and quick. 





1. Bathroom Accessories Stainless Steel Tube 


Shower Head Holder Sliding Bar 


1. We have a strong R&D team that can develop and produce products according to drawings or 
samples provided by customers. 
2. As a famous China Single function Shower Head XY-1106-8 factory, We have our own mold 


factory and 2 processing factories. We sell products directly with high quality and low 
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price. 


2. Shower Rail Head Slider Holder Bracket C-24 


We have our own laboratory and the most advanced testing equipment in the industry to ensure 


product quality. 
In order to meet the needs of customers in the market, we will launch 5-10 new products every 
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month. 


3.XY-SP1110-White shower panel 


Our annual output exceeds 7,200,000 pieces, which can meet the needs of customers with 
different purchase quantities. 
According to the customer order and the delivery date agreed by the customer, the goods will be 


completed one week in advance and stored in the warehouse, and delivered on 
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time. 


